VENTILATION SEMINAR 


Sunday/February 27th 


5:30 p.m. - 7:00 

Monday/February 28th 

p.m. 

Informal Reception 

Holiday Inn South 
Room 301 

8:30 a.m. - 12:15 

p.m. 

1st Session 
Conference Room 


Holiday Inn South 
2nd Floor 

1:15 p.m. - 5:00 

p.m. 

2nd Session 





INFORMAL BUFFET 



Tuesday/March 1st 





8:30 a.m. - 12:15 

p.m. 

1st Session 
Conference Room 


Holiday Inn South 
2nd Floor 

1:15 p.m. - 5:00 

p.m. 

2nd Session 



Wednesday/March 2nd 





GROUP A 

8:30 a.m. - 12:15 

p.m. 

1st Session 
Conference Room 


Holiday Inn South 
2nd Floor 

1:15 p.m. - 5:00 

p.m. 

2nd Session 


Operations Center 
R & D 

GROUP B 

8:30 a.m. - 12:15 

p.m. 

1st Session 
Training Center 

AM (iftor 

/ Conference Room 

/ 

/■ 

1:15 p.m. - 5:00 

p.m. 

2nd Session 
Training Center 

1 

V Conference Room 

\;. 

Thursday/March 3rd 





GROUP A 

8:30 a.m. - 12:15 

p.m* 

1st Session 
Training Center 


Conference Room 

1:15 p.m. - 5:00 

p.m. 

2nd Session 
Training Center 


Conference Room 

GROUP B 

8:30 a.m. - 12:15 

p.m. 

1st Session 
Conference Room 


/Holiday Inn South 
2nd Floor 

1:15 p.m. - 5:00 

Friday/March 4th 

p. m * 

2nd Session 


Operations Center 
R & D 

V. 

9:00 a.m. - 12:00 

Noon 

1st Session 


Conference Room 


Operations Center A3W-1 


LUNCHEON - OPERATIONS CENTER 


Source: https://www.industrydocuments.ucsf.edu/libcs/rlmmOOOO 


2025445297 



